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AS WE SEE IT, see Editorials 
ADVERTISING 


Decorated cars are attracting attention and driving home 
telco’s ad message, Oct. 12, p. 63 

Donnelley announces two advertising publications, Nov. 2, p 
44. 

Standard Tel’s ad campaign gets more miles to the gallon, by 
Alan M. White, July 13, p. 22 


ASSOCIATIONS - STATE 

ILLINOIS 

Deregulation, capital recovery hot issues at ITA meeting, 
by Marcia Rodgers, July 13, p. 37. 

KANSAS 

Midwesterners taught how to turn volatile environment into 
era of prosperity, by Letitia B. Keller, July 6, p. 32 

MISSOURI 

MTA names Zehnder new president for ‘82, Oct. 26, p. 67 

Midwesterners taught how to turn volatile environment into era 
of prosperity. by Letitia B. Keller, July 6, p. 32 

Missouri telcos review new facts of life at MTA’s annual 
convention, by Harold Hartley, Sept. 28, p. 29. 

NEBRASKA 

Midwesterners taught how to turn volatile environment into era 
of prosperity, by Letitia B. Keller, July 6, p. 32. 

NEW YORK 

NYSTA convention draws crowd of 458, Aug. 10, p. 13 

Rochester Tel’s president James C. Henderson is inducted 
into the New York State Telephone Association’s Hall of 
Fame, Sept. 7, p. 66. (Photo) 

NORTH CAROLINA 

Lumpkin, Battey present views at 50th NCITA meeting, 
by Carl F. Sapp, Nov. 16, p. 58 

OKLAHOMA 

Texas-Oklahoma confab draws good crowd; TTA’s Smith 
honored, Oct. 12, p. 76. 

TENNESSEE 

Tennessee Assn. confab draws record crowd, by Bob Robinson, 
Oct. 26, p. 70. 

TEXAS 

Texas-Oklahoma confab draws good crowd; TTA’s Smith 
honored, Oct. 12, p. 76 

VIRGINIA 

VITA fall conference focuses on competition and deregulation, 
by Aldrich Dudley Jr., Nov. 9, p. 100. 

WASHINGTON 

WITA Showcase 81 proves a great success, by John M 
Doyle, Oct. 19, p. 90. 

WITA sponsors telephone showcase, Aug. 24, p. 88. 

WEST VIRGINIA 

WVTA convention draws 115, by Gladys Stephenson, Dec. 
21, p. 104. 

WISCONSIN 

WSTA fall management confab attracts 283, by Ray J 
Riordan Jr., Dec. 7, p. 20. 

WSTA sponsors workshop on accounting practices, Aug. 
31, p. 53 


ASSOCIATIONS - OTHER 

AMERICAN BANKERS ASSN. (ABA) 

ABA drops feasibility study for shared telephone system, 
July 6, p. 9 

ARMED FORCES COMMUNICATIONS AND 
ELECTRONICS ASSN. (AFCEA) 

Military telecom users look at their special needs, by 
Victor Block, July 27, p. 59. 

BUILDING INDUSTRY CONSULTING SERVICE 
INTERNATIONAL (BICSI) 

BICSI announces confab, Nov. 30, p. 63. 

COMMUNICATIONS MANAGERS ASSN. (CMA) 

CMA confab stimulates discussion, productive deals, Nov. 
2, p. 14. 

COMMUNICATIONS SOCIETY CONFERENCE 
BOARD 

ICC finds technology tame compared to political issues, by 
Del Myers, July 20, p. 78. 

ELECTRONIC INDUSTRIES ASSOCIATION 
(EIA) 

CES shows off the fanciest telephones and accessories, by 
Letitia B. Keller, July 6, p. 29. 

FEDERAL BAR ASSN. 

Attorneys gather to discuss international telecommunications, 
by Victor Block, Dec. 21, p. 35. 

INDEPENDENT TELEPHONE PIONEER ASSN. 

The Clare E. Williams Club of the Independent Telephone 
Pioneer Assn. gives $400 to a General Telephone Co. of 
Ohio employee, Sept. 28, p. 58. (Photo) 
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ITPA welcomes Blain, others into the Hall of Fame, Oct 
26, p. 30. 

Members of the Clare E. Williams Club of the ITPA watch a 
demonstration of a telephone that can be used by the 
handicapped, July 20, p. 109, (Photo) 

Pioneers are active on the Independent frontier, by Ray Blain, 
Nov. 9, p. 62 

INSTITUTE OF ELECTRICAL AND 
ELECTRONICS ENGINEERS (IEEE) 

CNET director to open NTC ‘81 plenary session, Sept 
14, p. 152 

ICC finds technology tame compared to political issues, by 
Del Myers, July 20, p. 78. 

INSTITUTE OF ELECTRICAL AND ELEC- 
TRONICS ENGINEERS SURGE PROTECTIVE 
DEVICES COMMITTEE (IEEE SPD) 

IEEE SPD forms group to study low voltage circuits, Sept. 7,p 
44. 

INTERNATIONAL ASSN. OF SATELLITE 
USERS (IASU) 

Former FCC chief Ferris named IASU general counsel, 
Dec. 7, p. 20 

INTERNATIONAL COMMUNICATIONS 
ASSOCIATION (ICA) 

Big users flex telecom muscles, by Larry Lannon, July 
13, p. 32 


MIDWESTERN TELECOMMUNICATIONS 
CONFERENCE (MTC) 

Users meeting sorts out impact of new environment, by 
Letitia Keller, Dec. 7, p. 46 


NATIONAL ASSN. OF REGULATORY UTILITY 
COMMISSIONERS (NARUC) 

Largest NARUC convention held in San Francisco, by Karen 
Woodward. Dec. 7. p. 14 

NARUC appoints eight to ad hoc committee on utility di 
versification, Oct. 26, p. 62 

NARUC meeting to focus on consumer welfare, Nov. 9, 
p. ll 

The NARUC spotlight is on communications legislation, by 
Karen Woodward, Dec. 21, p. 41 

NATIONAL CABLE TELEVISION ASSN. (NCTA) 

NCTA issues cali for technical papers, Oct. 26, p. 62 

NCTA names McElveen public affairs director, Aug. 10, p 
146. 

NCTA plans 1982 confab, Dec. 14, p. 20 

NATIONAL ENGINEERING CONSORTIUM, INC. 

NCF-NEC/81 spotlights the art of electronics, Oct. 12, 
p. 76 

NATIONAL TELECOMMUNICATIONS AND IN- 
FORMATION ADMINISTRATION (NTIA) 

NTIA releases report on digital communications, July 27 
p. 123. 

NORTH AMERICAN TELEPHONE ASSN. (NATA) 

Going where the action is: NATA convention set for 
Washington, by Letitia B. Keller, p. 32; Telecom equipment 
marketplace, p. 32; NATA exhibit hall floor plan, p. 33, Oct 
12. 

NATA announces release of two annual publications, Nov. 2, 
p. 43. 

3500 + crowd NATA’s D.C. convention, by Janice 
Drummond, Nov. 30, p. 34 

Wirth, Henson address interconnect group, by Janice 
Drummond, Nov. 23, p. 20. 

NORTHEAST AREA TELEPHONE (NEAT) 
CONFERENCE 

A very NEAT conference, by Del Myers, Sept. 14, p. 85 


PACIFIC TELECOMMUNICATIONS COUNCIL 

PTC °82 will focus on the telecom boom in the Pacific basin, 
by Richard J. Barber, Nov. 23, p. 44. 

SATELLITE COMMUNICATIONS USERS 
CONFERENCE 


Satellite communications users hold successful conference, 


Oct. 5, p. 76. 

SOCIETY OF TELECOMMUNICATIONS 
CONSULTANTS (STC) 

STC convention draws 94 to Washington, D.C., July 13,p. 11. 

TELE-COMMUNICATIONS ASSOCIATION (TCA) 

Annual TCA conference scheduled for September, Aug. 3, p.9 

TCA: issues give it a “cause,” by Janice Drummond, p. 46; 
Suppliers pick TCA confab to launch new offerings, p. 47, 
Oct. 12. 

Rep. Wirth to address TCA conference in San Diego, Sept. 7, 
p. 46. 

Wirth urges TCA members to take part in legislation debate, 
by Janice Drummond, Oct. 5, p. 136. 

TELEPHONE ASSN. OF NEW ENGLAND (TANE) 

TANE members urged to tell their own story at annual 
conference, by John J. Skalko, Nov. 2, p. 43. 
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ASSOCIATIONS - OTHER 

U.S. ARMY COMMUNICATIONS-ELECTRONICS 
COMMAND (CECOM) 

Annual IWCS meeting draws more than 1500, by Larry 
Lannon, Dec. 7, p. 11 

IWCS report: ‘moving away from wire, toward fiber,” by Larry 
Lannon, Dec. 14, p. 48 


BELL SYSTEM 

AT&T announces telephone credit card service name change, 
July 27, p. 123 

AT&T begins ¢'stribution of television programing, Oct. 26, 
p. 70 

AT&T bids to acquire Pacific Tel stock, Nov. 9, p. 11 

AT&T fiber procurement stirs major controversy, by Victor 
Block, Nov. 23, p. 11 

AT&T files ACS plans, Dec. 7, p. 11 

AT&T interface set for circuit-switched digital capability, by 
Janice Drummond, Dec. 14, p. 19 

AT&T Int'l makes bid for stock in Irish firm, Dec. 21, 
p. 11 

AT&T Long Lines to expand in downtown Chicago, by Del 
Myers, Nov. 30, p. 11 

AT&T Long Lines releases world telephone report, Dec. 21, 
p. 104 

AT&T, TeleSciences in agreeme x in civil suit, Dec. 14, p. 20 

AT&T to list common shares on London stock exchange, Nov 
23, p. 108 

AT&T to provide list of “800” numbers, Oct. 19, p. 90 

AT&T to use WE, other domestic suppliers for Northeast 
Corridor system, Nov. 16, p. 11 

AT&T unit to install 2,300 mile digital cable, Aug. 10 
p. 140 

Bell Laboratories plans new facility in Illinois, Dec. 21, 
p. 11 

Bell Labs establishes two scholarships for Hispanic students, 
Oct. 5, p. 142 

Bell System begins work on lightwave system for Northeast 
Corridor, July 13, p. 11 

Bell System cancels commission payments to hotels and 
motels, Aug. 24, p. 89 

Bell System forms six regions: announces personnel changes, 
Sept. 7, p. 11 

Bell System offers telephone ski reports, Nov. 9, p. 108 

Bell System tells changes, Nov. 9, p 1900 

Bell System to help NBC relay -rograms through use of 
satellites, Aug. 3, p. 36 

The Bell System's No. 5 rid-class local digital 
switch (An overview of +, Highlights of the No 
5 ESS architecture; }*isflights uf No. 5 ESS software; 
Highlights of the No. * ESS vse), Sept. 28, p. 20. 

C&P Telephone gets the ‘side hire on special service orders by 
Terrence G. Sopira and Peter M. Spivey, Sept. 21, p. 30 

Court says consent decree does not inhibit AT&T, by Victor 
Block, Sept. 14, p. 11 

Executive Charge-a-Call is a new coinless public telephone 
being installed by the Bell System in hotel lobbies, airports 
and restaurants, Nov. 23, p. 100. (Photo) 

Gen. Tel. of California, Pacific Tel. to add new area code 
in 1983, Aug. 17, p. 36 

Illinois bank adds Bell System ECS, Sept. 28, p. 11 

Illinois Bell's directory cover: a guide to Chicago, Aug. 24. p 
94 

Illinois Bell's new “Chicago - My Kind of Town” specialty 
telephone is displayed by Kristine Weber, a PhoneCenter 
store service representative, Aug. 31, p. 52. (Photo) 

IMinois Bell now offers a free bridal registry service at all of its 
PhoneCenter Stores, Sept. 28, p. 13. (Photo) 

Illinois State Senator Jack E. Bowers reviewed recent session 
of the state legislature for officials of Western Electric's 
Northern Illinois Works, Sept. 21, p. 13. (Photo) 

Indiana Bell's program yields improved customer relations, 
by Hope Cambridge, Aug. 31, p. 28. 

Jointly planning the toll network — an old idea whose time 
has come, by Del Myers, Dec. 14, p. 28. 

Judge Greene orders AT&T to refute antitrust charges, by 
Victor Block, Sept. 21, p. 13. 

Lisle (Ill.) Hilton adds energy control system, July 20, p. 109 

Magnetic bubble memory integrated circuits used by Western 
Electric can contain as much information as a 500-page 
book, Nov. 23, p. 11. (Photo) 

Meet the new Bell System, by Robert D. Allen, July 20, p. 64 

Michigan Bell's first long distance “super-switcher™ —- a No. 4 
ESS - has recently begun serving Detroit area customers, 
July 27, p. 146. (Photo) 

Mountain Bell hires 16 students from the telephone training 
program at Clover Park Vocational-Technical Institute, 
Aug. 17, p. 36. (Photo) 

NET to use AT&T satellite for TV programing service, Aug. 
31, p. 11. 





New Bell System offering automates JCL writing jobs, Nov 
16, p. 54. 

New Jersey Bell Telephone Co. will be the primary tenant 
in an 18-story office building under construction in Newark, 
NJ., Aug. 31, p. 13. (Photo) 

New riser cable helps cut building costs, Sept. 7, p. 45 

Northern Telecom, AT&T tell contract negotiations for DMS- 
200 production, Sept. 7, p. 15. 

Northwestern Bell Telephone Co. employees take leaves and 
vacation time to spend one month with the Technical 
Assistance Program in Zaire, July 27, p. 122. (Photo) 

PNB to install commercial deep water submarine lightwave 
phone cable, July 20, j». 11. 

Pacific Tel announces large stock offering, Aug. 24, p. 89. 

Pacific Tel Learning Center puts human needs first, Nov. 9, 
p. 24. 

A Quaker Oats Co. cereal promotion using 400 WATS lines is 
the largest installation of 800 service for one customer in the 
Bell System, Oct. 26, p. 64. (Photo) 

Rep. John Fary of Illinois and Phil Campbell, executive 
vice president of Illinois Bell, cut the ribbon to the telco’s new 
electronic switching center, Oct. 5, p. 132. (Photo) 

Retired employees of Western Electric manufacture and 
distribute softballs equipped with an audio device (beep 
balls) used by blind players, Nov. 23, p. 110. (Photo) 

Southern Bell’s building energy conservation program pays 
off, July 27, p. 117. 

WE ships Bell System’s first local digital switching system, 
July 13, p. 11. 

Weiss succeeds Marshall as Illinois Bell president, Oct. 12, 
p. 16 

Western Electric’s employees learn tornado survival techniques 
from TV weatherman, Oct. 26, p. 68. (Photo) 

Western Electric engineering associate Pat Wallace is a 
member of a team that operates navigational systems for the 
U.S. Navy, Sept. 14, p. 11. (Photo) 

Western Electric unveils hands-free telephone, Aug. 24, p. 88 

Western Electric’s Clyde Johnson literally rakes scrap plastic 
and telephone set parts into a granulator, Sept. 7, p. 11 
(Photo) 

When pinching pennies results in big dollars, Nov. 30, p. 30. 

Wood preservation experts from Western Electric conduct 
tests to help telephone poles survive their exposure to the 
evnironment, Aug. 3, p. 37. (Photo) 


CANADA 

BELL CANADA 

Bell Canada gives options to pregnant VDT operators, July 
27, p. 122 

Bell Canada’s proposal for interconnect phones rejected by 
commissions, Sept. 14, p. 16 

The dynamics of technology transfer: Bell Canada’s work in 
Saudi Arabia, by H.R. Redmond, Aug. 24, p. 30 

BRITISH COLUMBIA 

B.C. Tel granted $17.7 million interim increase, Dec. 7, 
p. 16 

British Columbia Tel asks commission for interim rate in 
crease, Sept. 7, p. 13 

British Columbia Tel seeks $105 million rate increase, Nov 
16, p. 14 

MANITOBA 

Manitoba’s experience with the telecom frontier, by Del 
Myers, Nov. 23, p. 69 

Manitoba Tel to test multiservice FO system, by Del Myers, 
Nov. 2, p. 11 

NEW BRUNSWICK 

New Brunswick Tel requests $15.1 million annual hike, Oct 
9, p. 14 

NEWFOUNDLAND 

Newfoundland Tel seeks $8.3 million rate hike, Nov. 9, p. 16. 

Newfoundland Tel, union ink collective agreements, Oct. 5, 
p. 142 

SASKATCHEWAN 

Saskatchewan Tel plans videotex service trial, Nov. 9, p. 11 

OTHER 

CRTC approves TCTS Datapac rates, Sept. 14, p. 20. 

CRTC grants dial access, interconnection between B.C. Tel 
and CNCP, Dec. 21, p. 16. 

Canada’s election night: a race for data transmission as well 
as for politicians, Oct. 12, p. 52 

Canadian companies form Telecommunications Forum, July 
20, p. 115 

Canadian data network adds seven cities, Nov. 23, p. 108 

Divestiture? The controversy over Bell Canada’s relationship 
to Northern Telecom, Nov. 2, p. 28 

Electronic mail system begins operation in Canada, Aug. 17, 
p. 35 

Exploring the Intelligent Universe with Bell-Northern Research, 
by Janice Drummond and John Roth, Aug. 3, p. 18 

Mitel acquires Teltek, Nov. 23, p. 59 

Northern Telecom Canada debuts new digital PBX, Oct. 19, 
p. 35 

Remote Call Forwarding available in U.S., Canada, Nov. 23, 
p. 100. 

Rural Canadians first to learn full fiber optic capability, by 
Kenneth B. Harris, Nov. 23, p. 64. 


TCTS publishes statistics, Nov. 16, p. 55 


CATV 

CTM, NABU Manufacturing to begin test of regional cable 
interconnect system, July 27, p. 11 

The cable-phone relationship: a new partnership being born? 
by Arthur Barber, Aug. 17, p. 20. 


Centel plans cable TV interconnect network, July 20, p. 11. 

DCC wins $1 million contract for CAPs, July 6, p. 39 

Times Fiber demonstrates new system for urban CATV, July 
27, p. 113 

Warner Amex launches QUBE service in Cincinnati, July 6, p. 
38 

Warner Amex to develop QUBE Cable Center, Sept. 14, p. 
a. 


COURTS, COMMISSIONS - STATE 


ALABAMA 

South Central Bell Telephone Co.: SC Bell takes commission's 
order to Alabama court, Nov. 30, p. 22 

OTHER: Alabama, Louisiana PSCs to ignore FCC de- 
regulation order, Aug. 17, p. 16 

ARKANSAS 

Southwestern Bell Telephone Co.: SW Bell gets $41.5 million 
rate increase in Arkansas, Oct. 26, p. 16. 

CALIFORNIA 

General Telephone Co. of California: Commission grants Gen 
Tel of California $13.5 million rate hike, July 20, p. 18;Gen 
Tel of California gets $5 million hike, Sept. 28, p. 15 

Pacific Telephone & Telegraph Co.: California PUC adopts 
Pacific Tel & Tel plan for settlement fund use, July 27, p. 14; 
Pacific Telephone receives $610 million rate increase, Aug. 
24, p. 14; PT&T minority shareholder files suit against 
AT&T, charges mismanagement, Nov. 9, p. 19. 

CONNECTICUT 

Southern New England Telephone Co.: Appeals court reverses 
$16.5 million antitrust award to Northeastern Tel, July 13, 
p. 14; SNET seeks changes in installation charges, Aug. 10, p. 20 

GEORGIA 

Continental Telephone of the South: Continental Tel of the 
South requests court reversal of Georgia commission de- 
cision, Oct. 5, p. 15; Georgia PSC reverses order, grants 
hearing to Continental Tel of the South, Nov. 30, p. 22 

Southern Bell Telephone & Telegraph Co.: Southern Bell seeks 
rate hike of $180 million in Georgia, Aug. 3, p. 12. 

HAWAII 

Hawaiian Telephone Co.: Hawaiian Telephone requests $47.6 
million intrastate hike, Dec. 7, p. 16. 

ILLINOIS 

Illinois Bell Telephone Co.: Illinois Bell asks ICC for $406 
million rate hike, July 13, p. 14 

INDIANA 

Indiana Bell Telephone Co.: Indiana Bell gets $12.5 million 
hike, Dec. 14, p. 22. 

KANSAS 

Southwestern Bell Telephone Co.: Southwestern Bell seeks 
$84.5 million hike from KCC, July 27, p. 14 

KENTUCKY 

South Central Bell Telephone Co.: South Central Bell granted 
$39 million hike in Kentucky, Sept. 21, p. 18 

LOUISIANA 

Alabama, Louisiana PSCs to ignore FCC deregulation order, 
Aug. 17, p. 16. 

MARYLAND 

Chesapeake & Patomac Telephone Co. of Maryland: C&P of 
Maryland files for $202 million rate increase, Sept. 14, p. 16. 

MASSACHUSETTS 

New England Telephone & Telegraph Co.: Bay State DPU 
grants NET $56 million rate hike, July 6, p. 12; NET seeks 
$60 million hike in Massachusetts, Nov. 23, p. 24 

OTHER: Boston judge rules three Racal-Milgo patents are 
invalid, July 13, p. 14; Codex Corp wins patent victory over 
Racal-Milgo Ltd., Sept. 7. p. 48 

MINNESOTA 

United Telephone Co. of Minnesota: United Tel gets $3.7 
million hike in Minnesota, Aug. 31, p. 14 

MISSOURI 

Mid-Missouri Telephone Co.: Mid-Missouri Tel receives 
$89,000 annual increase, Aug. 31, p. 14 

Southwestern Bell Telephone Co.: SW Bell asks changes 
in service connection charges from Missouri PSC, Aug. 31, 
p. 14; SW Bell new rate bid nixed by Missouri PSC, Oct. 5, p. 
14; SW Bell gets $88.3 million hike in Missouri, Dec. 14,p 
22. 

NEVADA 

Bell Telephone Co. of Nevada: Nevade Bell granted $8.2 
million rate hike, Aug. 3, p. 12 

NEW HAMPSHIRE 

New England Telephone & Telegraph Co. (NET): NET gets 
rate hikes in three New England states, Nov. 2, p. 16 

NEW JERSEY 

New Jersey Bell Telephone Co.: New Jersey Bell granted 
$9.5 million rate hike, Sept. 28, p. 15 

NEW MEXICO 

Mountain States Telephone & Telegraph Co.: Mountain Bell 
gets $27.2 million annual rate increase in New Mexico from 
commission, Aug. 31, p. 14. 

NEW YORK 

American Telephone & Telegraph: Judge nixes AT&T re 
quest; Litton gets $276 million award, Oct. 12, p. 19. 

New York Telephone Co.: New York Tel gets $117 million 
hike for wages, taxes, Sept. 7, p. 13; Attorney General loses 
round in New York Tel tax fight, Dec. 14, p. 22. 

Rochester Telephone Corp.: Rochester Tel seeks rate hike of 
$32.3 million in New York, Sept. 7, p. 13. 

OTHER: Telecommunications deregulation from a regulator's 
perspective, by Neil A. Swift, Sept. 14, p. 84. 


NORTH CAROLINA 

Carolina Telephone & Telegraph Co.: Carolina Tel files 
for $47.2 million hike, Sept. 21, p. 94. 

Southern Bell Telephone & Telegraph Co.: Southern Bell seeks 
$129 million hike in Tar Heel state, Oct. 26, p. 16. 

NORTH DAKOTA 

Northwestern Bell Telephone Co.: Northwestern Bell requests 
$18.2 million hike in North Dakota, Aug. 17, p. 16. 

OHIO 

United Telephone Co. of Ohio: United Tel of Ohio seeks 
$27.8 million annual rate hike, Sept. 14, p. 20. 

OKLAHOMA 

Southwestern Bell Telephone Co.: Oklahoma SCC grants SW 
Bell $58.6 million annual rate hike, Aug. 17, p. 16. 

OREGON 

General Telephone Co. of the Northwest, Inc.: Gen Tel of the 
NW asks for increases in Oregon, Washington, Aug. 24, p 
14. 

Pacific Northwest Bell Telephone Co.: Oregon commission 
rules seven colleges liable for students’ phone bills, Aug. 17, 
p. 16. 

PENNSYLVANIA 

Bell Telephone Co. of Pennsylvania: Bell of Pennsylvania 
seeks $44.7 million for wage hikes, Oct. 5, p. 14 

Enterprise Telephone Co.: Enterprise Tel asks for first increase 
since 1925, Aug. 24, p. 18. 

General Telephone Co. of Pennsylvania: General Tel seeks 
$25.6 million rate hike from Pennsylvania PUC, Aug. 3, p. 
15. 

RHODE ISLAND 

New England Telephone & Telegraph Co. (NET): NET 
gets rate hikes in three New England states, Nov. 2, p. 16; 
NET granted rate hikes in Vermont, Rhode Island, Dec. 21, 
p. 16. 

SOUTH CAROLINA 

Southern Bell Telephone Co.: Southern Bell asks $78 million 
rate hike in South Carolina, July 13, p. 15. 

OTHER: South Carolina PSC allows customers to provide 
inside wiring, Aug. 3!, p. 11. 

TENNESSEE 

South Central Bell Telephone Co.: South Central Bell seeks 
$133 million hike in Tennessee, July 6, p. 12. 

Tennessee Telephone Co.: Tennessee Tel requests $2.8 

million increase, Nov. 2, p. 16. 

TEXAS 

General Telephone Co. of the Southwest: Texas commission 
grants $2 million hike to Gen Tel of Southwest, July 27, p. 
18 

Southwestern Bell Telephone Co.: Southwestern Bell seeks 
$469 million hike in Texas, July 20, p. 18 

VERMONT 

New England Telephone & Telegraph Co. (NET): NET 
gets rate hikes in three New England states, Nov. 2, p. 16; 
NET granted rate hikes in Vermont, Rhode Island, Dec. 21, 
p. 16 

VIRGINIA 

Chesapeake & Potomac Telephone Co. of Virginia: C&P 
of Virginia files for $77.6 million increase, Sept. 21, p. 94. 

WASHINGTON 

General Telephone Co. of the Northwest, Inc.: Gen Tel of the 
NW asks for increases in Oregon, Washington, Aug. 24, p. 
14 

Pacific Northwest Bell Telephone Co.: PNB gets $69 million 
increase in Washington, Dec. 7, p. 16. 

WEST VIRGINIA 

Chesapeake & Potomac Telephone Co.: C&P of West Virginia 
asks $75.8 million annual rate hike, Aug. 10, p. 16; C&P Tel 
introduces local measured service in West Virginia, Oct. 19, 
p. 14 

Mountain State Telephone Co.: Mountain State Tel seeks 
$354,000 hike in West Virginia, Nov. 2, p. 16. 

WISCONSIN 

Wisconsin Telephone Co.: Wisconsin Tel gets $42.7 million 
rate hike, Aug. 24, p. 18 

OTHER: PSC seeks to dissolve United Telequipment Corp., 
Nov. 23, p. 24; Tapping husband's phone costs woman 
$6000, Sept. 21, p. 94; Wisconsin PSC revises telephone 
monitoring rules, Nov. 16, p. 15. 


COURTS - FEDERAL 

AT&T antitrust controversy erupts in court and Congress, by 
Victor Block, Aug. 10, p. 13 

Corning Glass, ITT announce settlement of patent lawsuit, 
Aug. 17, p. 11 

Court says consent decree does not inhibit AT&T, by Victor 
Block, Sept. 14, p. 11. 

Judge Greene orders AT&T to refute antitrust charges, by 
Victor Block, Sept. 21, p. 13 

New developments threaten rewrite, AT&T-DOJ trial effort, 
by Victor Block, Aug. 17, p. 11. 


DATA COMMUNICATIONS 

CBS and AT&T plan joint venture to test computer data 
system, Oct. 19, p. 90. 

Chicago TV station begins teletext magazine, Sept. 28, p. 14. 

Computer systems firm formed in California, Aug. 24, p. 90 

Ford Motor to add MDS’ WINC network, Oct. 26, p. 64. 

The future of data communications in a changing Western 
Europe, by Jo Piggott, Sept. 21, p. 62. 

GTE Data Services adds Honeywell computer system, 
Aug. 24, p. 11. 


How computers talk - and why, by James L. Flanagan, July 
13, p. 25 





Hughes Aircraft uses data communications net, Oct. 5, 
page 140. 

IBM announces personal computer, Sept. 14, p. 26. 

ISI makes available online data base for scientific data, 
July 6, p. 38. 
Innovative lowa Transfer System weaves a statewide EFT 
financial network, by Dale A. Dooley, Oct. 5, p. 112. 
Opening up the local data distribution bottleneck, by Daniel 
L. Gillum, Nov. 16, p. 22 

The shape of things to come: a look at the electronic office, 
by Brian Manley, Sept. 7, p. 23 

Space Shuttle Columbia to use word processing network 
supplied by NBI, Nov. 2, p. 11. 

Tandy/Radio Shack to offer videotex service in Texas, 
Nov. 16, p. 54. 

Teaching computers to listen, by James L. Flanagan, Aug. 
10, p. 80. 

Tymshare announces new computer center, July 6, p. 38. 

USPS outlines E-COM connection arrangements, by Victor 
Block, Oct. 26, p. 11. 

Wideband communications for businesses nears reality, Dec 
7, p. 1. 


EARNINGS, REVENUES 


Bell System reports increased earnings, Oct. 5, p. 11. 

Continental Telephone, others report earnings, Aug. 3, p. 36 

ITT reports 111% increase in second quarter earnings; other 
telcos also report, Sept. 28, p. 14 

Mid-Continent, others report earnings, Aug. 10, p. 144 


EDITORIALS 


July 6, Everyone can win this game, p. 17 

July 13, Break with the past, p. 21. 

July 20, A success story (of sorts), p. 23 

July 27, Down with information float, p. 21 

Aug. 3, Experiment ‘til we get it right, p. 17 

Aug. 10. The best must get even better, p. 35. 
Aug. 17, A futile gesture, p. 17 

Aug. 24, British telecom liberalization wires in a tangle, p. 21 
Aug. 31, L.A. Telephone Showcase, p. 21 

Sept. 7, A single voice, a single policy, p. 19 
Sept. 11, The essential discipline, p. 11. (Special issue) 
Sept. 14, Making it happen, p. 29 

Sept. 21, The image customers want to see, p. 23 
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(Photo) 
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Tymshare division offers bill payment service, Nov. 2, p. 44. 
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Tel, dies, Sept. 28, p. 15 

Head of Infant Hearing Assessment Foundation dies, Aug. 17, 
p. 36 

McDavitt, former VP at Bell Labs, dies, Dec. 7, p. 21. 
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p. 120 

Fiber optics economics pay off at Continental Tel of Cal 
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The quiet revolution, Dec. 14, p. 40 
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142 


Eltra consolidates two divisions, Nov. 16, p. 55 


Gould Industrial Group sold to Reading subsidiary, Nov. 16, 


p. 12 
GTE Autom:uic Electric sells distribution facility, Dec. 14, p 
66 
GTE Precision Materials announces division, July 20, p. 110 
IBM announces CAS, Sept. 21, p. 16 
Litronix becomes Siemens Division, Sept. 14, p. 11 
M/A Com adds Sigma Data, Aug. 10, p. 142 


Nor-Com Video buys assets of Red Wing Cablevision, Oct. 26, 


p. 68 


Safeguard to acquire Coherent Communications, Oct. 26, p 


5 


SEL denies reports that it will acquire AEG-Telefunken 
shares, Sept. 21, p. 13 
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Aug. 3, p. 36 

Tymshare to acquire ITT travel subsidiary, Aug. 3, p. 37 
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Control Data orders SBS network service, Aug. 3. p. 37 
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